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NARA RG104, Entry 1, Box 125 


[Abstract:] Will hasten the completion of the Ingot machinery & have it fully tried before 
shipment. 1066 


The Mint of the United States at New Orleans, La., 
Melter and Refiner’s Department, 
November 9, 1881 


My dear Sir, 


Your favor of the 3d inst. is at hand. I will endeavor to hurry up the work as much as 
possible and try the machine thoroughly for several days before shipping it. I have anticipated 
your wishes in regard to an extra cylinder and block, which are ordered. Some extra springs will 
also be added. These are of peculiar form and may occasionally give way. To replace a broken 
spring takes about 15 minutes and does not delay the melt long enough to affect the title. 


Very Respectfully & Truly, 
Yours, 

M.F. Bonzano 

M&R 


Hon. A. Loudon Snowden, 
Supt. U.S. Mint, 
Philadelphia, Pa. 


